EXHIBIT B 


SIGNAGE LIGHTING REQUIREMENTS 

Following is a list of additional required lighting for the MARLBORO Signage. All 
lamps must be fully dimmable and controlled from either the front of house console or 
another position with the approval of MARLBORO Music’s Production Manager. 


MARLBORO SCRIMS 


Two 24’x 24’ scrims hang in front of the speaker stacks on either side of the stage. 
These should be lit with two 9 light Mole Richardson Mole Fyas, with DWE lamps, 
per scrim. 

Acceptable Substitutes-. 

Eight Light Thomas Moles (NO ACL’s): Two per scrim 
Four Cell IK Far eyes: Two per scrim 

MARLBORO FLAGS 


Six 2’x 12’ Red Flags hang on various parts of the stage and sound wings. These 
should be lit with one Par 64 IK MFL each. 

Acceptable Substitutes: 

8" lk Fresnel with Barndoors: One per flag 
Par 46 MFL lanterns: Two per flag 

MARLBORO HEADER 

A 40’ header hangs across the down stage edge of the roof. It should be lit, from the 
floor, with two Bars of 4 Par 64 ACL’s. 

Acceptable Substitutes: 

Two Bars of 6 Par 64 UNSP 
Three Bars of 4 Par 36 ACL’s 


Source: https://www.industrydocuments.ucsf.edu/docs/kncn0004 
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